Elevator  Cab  Design  —  Oct .  28 

Case  Study:  Exterior  Design  —  Oct .  32-52 

Case  Study:  Flexible  Office  Design  Keeps  Alteration  Costs 

Low  —  Nov .  40 

FLOOR  SELECTION  AND  CARE 

Cleaning  and  Finishing  Concrete  Floors  —  April .  22 

Choosing  Correct  Equipment  Power  Sweepers  and 

Scrubbers  —  April .  30 

The  Right  Machine  Con  Cut  Labor  Costs  —  April .  54 

The  Right  Floor  Brush  Saves  Time  and  Money  —  April .  88 

Vinyl  Flooring  Proved  Low-Cost  and  Functional  for  United 

Air  Lines  —  Sept .  104 

Carpet  Selection:  Wide  Variety  Complicates  Choice  —  Nov. ...  14 

In  The  Resilient  Flooring  Field  the  Vinyls  Dominate  —  Nov . 20 

Carpet  Backing:  Key  to  Successful  Installation  —  Nov . 26 

Acrylic/Wood  Flooring:  Low  Core  —  High  Performance  — 

Nov .  36 

Access  Flooring  —  True  Flexibility  and  Economy  —  Nov .  40 

Ceramic  Tile  —  New  Styles/ Adhesives  Broaden  Appeal  — 

Nov .  46 

One  Answer  to  Floor  Core  Problems:  Urethane  Floor  Finishes 

—  Nov .  52 

Floor  Gratings  —  OSHA  Requirements  Stress  Usage  —  Nov.  .  .  62 
Patching  Materials:  Repair  of  Walking  and  Working  Surfaces 

—  Nov .  68 

Carpeting  to  Reduce  Noise  in  Open  Classroom  School  —  Nov.  76 

Rubber  Tile  Selected  for  Hospital  Floors  —  Nov .  82 

Epoxy  Surface  Revitalizes  Concrete  Slobs  —  Nov .  104 

The  Need  for  Standby  Power  Systems  —  Dec .  8 

Emergency  Lighting  Systems  —  Dec .  28 

Lighting,  Heating  And  Cooling 

Selecting  the  Optimum  Air  Conditioning  System  —  March  ....  14 
Preventive  Maintenance  and  Your  Air  Conditioning  System 

—  March  .  24 

Efficient  Operation  With  Integrated  Ceiling  Systems  — 

March  .  28 

Finding  Hidden  $$  in  Your  Air  Filtration  System  —  March  ....  32 
Plant  Management  Consultants  Can  Cut  Operating  Costs 

—  March .  39 

Consult  the  Experts  —  March .  42 

Trends  in  Cooling  Water  Treatment  —  March .  48 

Case  Study:  Air  Conditioning  —  March  .  52-62 

Solving  Condensate  Drain  Pan  Overflow  —  March .  70 

Chemical  Cleaning  for  Air  Ducts  —  March .  72 

Developing  Exterior  Architectural  Lighting  —  May .  14 

Create  Identity  Through  Outdoor  Lighting  —  May .  20 

OSHA  and  Emergency  Lighting  —  May .  28 

Current  Sources  for  Stadium  Lighting  —  May .  34 

New  Outdoor  Lighting  Sources  Offer  Increased 

Safety/Security  —  May  .  42 

Case  Study:  Exterior  Lighting  —  May .  50-54 

New  Treatment  Technology  Can  Extend  Cooling  System 

Life  and  Efficiency  —  Aug .  52 

Unique  Lighting  System  Enhances  Open  Office  Plan  —  Sept.  .  .  76 
Heating  Massive  Warehousing  Area  Improves  Operational 

Efficiency  —  Sept .  80 

Maximum  Illumination  With  Minimum  Glare  for  Lighting 

Sports  Arena  —  Oct .  72 

EXTERIOR  BUILDING  MAINTENANCE 

Revitalize  Your  Lawn  Areas  —  Feb .  16 

Product  Round-Up:  Grounds  Care  Equipment  —  Feb . 25-28 

Planning  Your  Outdoor  Environment  —  Feb .  31 

Planting  Selection  —  Feb .  36 

Groundskeeping  Management  —  More  Value  for  Your 

Dollar  —  Feb .  40 

Organic  Compost  —  Feb .  44 

Working  with  the  Landscape  Architect  —  Feb .  46 

Outdoar  Spraying  Technique  Cantrols  Insects  In  Apartment 

Complex  —  Feb .  52 

Integrated  Planning  Concept  Imperative  far  Office 

Landscaping —June  .  14 

Office  Landscape  Comments  —  June .  15,  16 

Exterior  Masonry  Coating  —  Oct .  54 

Planned  Building  Exterior  Pays  Maintenance  Dividends 
-Oct .  62 


the 

Queen  Mary 
travels  first 
class  with 
ZIM-GRIT! 


ZIMCO 


Sweeping  the  field  since  1924 


The  Queen  of  the  Seas  uses  ZIM-GRIT,  the  King  of  the 
Brushes!  So  do  the  nation’s  largest  plants,  office  build¬ 
ings  and  maintenance  contractors.  It  makes  sense  to 
them — dollars  and  sense. 

No  wonder!  This  rotary  brush,  ideal  for  wet  stripping 
and  scrubbing  concrete,  terrazzo,  quarry  and  resilient 
tile  floors  is  made  with  DUPONT  TYNEX  NYLON  strands, 
impregnated  with  silicon  carbide. 

IT  OUTLASTS  AND  OUTPERFORMS  100  PADS! 
IT’S  FULLY  GUARANTEED  TO  DO  THIS! 

That’s  money-saving  reason  enough.  But,  consider,  too, 
the  time  saved  in  not  having  to  change  pads;  the  less¬ 
ened  power  consumption;  the  reduced  clogging  through 
ZIM-GRIT’s  shower  feed  feature;  and  the  simple  to 
attach  clutch  plate.  What’s  more,  ZIM-GRIT  comes  in 
all  sizes,  in  1-inch  increments  from  9"  to  25". 

Does  ZIM-GRIT  make  sense  to  you?  After  all,  if  it’s  good 
enough  for  the  Queen  Mary  .  .  . 


Contact  your  ZIMCO  representative  today — or  call  us 
directly. 


ZIMMERMAN 

BRUSH  CO. 

Manufacturers 

900  WEST  LAKE  STREET/CHICAGO,  ILLINOIS  60607 

L  _ 

_ J 

Circle  No.  423  on  Free  Data  Card  for  more  information 
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